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Module 5-1

Lesson Topic 5-1-2

66.  When a technician is performing maintenance
on an avionics system, he often knows the
reference designator for a component that
needs to be replaced.  For example,  if a
technician is troubleshooting the sweep
generator card and discovers C4 is defec-
tive.  The complete reference designator
for C4 is A3A2C4 since it is located on
the A2 card of major unit A3.

The Reference Designation Index, section IV
in the IPB, provides a listing of the
reference designators in alphanumerical
sequence with the applicable part number
and figure and index number listed for each
reference designator.  The part number for
A3A2C4 is listed as:  CQ09A1MA333J3 and
the figure and index number is listed at
6-9 .

The technician can use this information
to determine the description as stated in
the group assembly parts list.

71w go back to the Group Assembly
